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MEMORANDUM FOR: Director of Research and Development 


ATTENTION: 

SUBJECT: Initial Approvals, FT 1968 


Attached are those portions of the DNRO initial 
approvals for Fiscal Year 1968 that apply to your research 
and development efforts. 25X1 A 


Comptroller 
Directorate of 
Science and Technology 

Attachment 

a/s 


Cy 1 - w/Att 

2 - | wo/At t 

3 - EO/DD/S&T, wo/Att 

4 - Corapt/DD/S&T, wo/Att 
(§)- DD/S&T Registry, wo/Att 
6 - DD/S&T Registry, wo/Att 

O/DD/S&T/Compt : J h (6 July 67) 
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